To:  Webster,  Susan[webster.susan@epa.gov] 

Cc:  Torres,  Michael[torres. michael@epa.gov];  Adams,  Mikeal[adams. mikeal@epa.gov];  Fanning, 

Cynthia[fanning. cynthia@epa.gov];  Bokun,  Lisa[Bokun. Lisa@epa.gov];  Taheri, 

Diane[Taheri. Diane@epa.gov];  Gray,  David[gray.david@epa.gov] 

From:  Assunto,  Carmen 

Sent:  Tue  8/1 1/2015  1 :35:22  PM 

Subject:  RE:  RSC  Request  for  Deployment  - URGENT;  Gold  King  Mine  Spill 


Hi,  Susan.  I am  pleased  to  report  Cynthia  Fanning  has  agreed  to  go,  and  she  is  approved  by 
Kendra  to  deploy  and  approved  by  her  supervisor,  Lisa  Bokun.  Please  let  Cindy  know  what  she 
needs  to  do,  or  let  me  know.  I do  not  know  who  else  is  going,  but  I definitely  want  Cindy  in  the 
lead  PIO  role  over  the  community  specialists,  if  possible.  Thank  you.  Carmen 


From:  Webster,  Susan 

Sent:  Monday,  August  10,  2015  1:10  PM 

To:  Rhea,  William;  Loesel,  Matthew;  Smith,  Rhonda;  Kemp,  Mary;  Atkins,  Blake;  Tates,  Samuel; 
Harrison,  Ben;  Assunto,  Carmen;  McQuiddy,  David;  Jackson,  Marcus 
Cc:  Torres,  Michael;  Adams,  Mikeal 

Subject:  RSC  Request  for  Deployment  - URGENT;  Gold  King  Mine  Spill 
Importance:  High 


The  REOC  has  been  activated  for  the  Gold  King  Mine  Spill.  This  is  an  immediate 

activation  of  the  R6  RSC. 


The  Region  is  requesting  30  EPA  staff  be  immediately  deployed  to  the  Farmington  NM 
area  as  community  relations  support.  Deployment  is  for  potentially  a week  (min  5 days 
deployment). 


Preference  is  fora  min  of  24-hour  HAZWOPER,  and  medical  monitoring. 


Please  have  staff,  that  have  supervisor  approval  to  deploy,  email  Michael  Torres  and  cc 
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Mikeal  Adams  and  Susan  Webster. 


Thank  you  for  you  help!  Susan 


Susan  Webster,  Chief 
Removal  Section 
Superfund  Division 
US  EPA  Region  6 
214.789.2667  (c) 
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